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WALL  line 


CEILING  LINE 


FILLE  R 


7/qX?q  FURRING- 


OR 


PUT  FILLER  IN  PLACE 
BEFORE  CORNICE 


FIELD  OR  BORDER  PLATE 


PUT  THIS  SIDE  OF  MOLDING  BACK 
OF  FIELD  OR  BORDER  PLATES 


PUT  CORNICE  IN 
PLACE  LAST 


\/YA/L  BE  TPV/F BN  BE /ID  3 


Directions  for  Applying 


w ITH  every  ceiling  we  furnish  a blue  print  or  working  drawing  showing  the  exact  size  and  arrangement  of  each  member  of  the  combination  ceiling 
design;  also  a packing  slip  containing  an  itemized  list  of  the  material  shipped.  This  should  be  checked  with  the  material  immediately  and  if  any 
shortage  exists  we  will,  upon  being  notified,  make  correction,  providing  such  notice  is  given  us  before  you  start  to  erect  the  ceiling. 

Study  the  plan  carefully,  verify  the  measurements  and  as  this  plan  is  made  strictly  in  accordance  with  the  measurements  and  information  furnished 
us,  and  ample  allowance  is  made  for  cutting,  laps  and  waste,  any  additional  materials  required  on  account  of  incorrect  information  or  measurements,  or 
changes  in  measurements,  will  be  charged  for  extra. 

burring  strips  must  be  used  when  applying  metal  ceiling  or  side  wall  direct  to  joists  or  over  plaster.  When  applying  over  sheathing,  furring  strips 
are  not  necessary. 

When  applying  the  furring  strips,  strike  a chalk  line  from  both  ends  of  the  room,  to  be  used  as  your  "starting  line”  from  which  to  work.  When 
furring  for  continuous  plates,  the  first  strip  is  placed  on  the  “starting  line”  and  at  right  angles  with  the  joists,  placing  the  additional  strips  parallel  and 
12  inches  apart,  or  in  case  of  the  plaster  being  loose,  it  is  best  to  strip  every  six  inches,  then  the  cross  furring  or  headers  at  the  laps  of  the  plates,  which 
would  be  every  48  inches  or  9G  inches,  as  the  case  may  be.  It  is  essential  that  the  furring  strips  be  applied  exactly  to  the  center  of  the  nailing  points  on 
every  plate,  as  indicated  on  the  plan. 

It  is  not  always  necessary  to  have  special  furring  for  the  cornice,  but  the  wall  line  should  be  straight  and  furring  applied  to  the  ceiling  and  wall  to 
which  the  brackets  for  the  cornice  are  nailed.  Brackets  to  fit  the  cornice  are  furnished,  one  for  every  4-foot  section  and  two  for  each  miter. 

Work  should  be  commenced  in  the  rear  and  brought  forward  when  possible. 

Stripping  should  be  leveled  and  with  this  done  the  field  plates  should  be  applied  first.  The  border  or  molding  should  be  next  applied,  taking  care  to 
leave  the  outer  edge  of  the  mold  un-nailed.  The  filler  is  next  applied,  lapping  one  edge  under  the  molding,  which  outer  edge  is  then  nailed.  The  cor- 
nice is  then  put  up,  lapping  over  the  outer  edge  of  the  filler,  thus  completing  the  ceiling. 

We  furnish  square  inside  and  outside  miters  for  nearly  all  our  cornices.  For  those  for  which  we  make  no  miters  we  send  sufficient  material  for  the 
erector  to  make  plain  miters.  «• 

Our  ceilings  are  printed  one  coat  of  light  gray  paint  on  both  sides. 

We  ini  lude  wood  brackets  for  cornice  and  nails  for  erection. 

Wood  furring  strips  are  never  provided  unless  ordered  special  and  then  they  at  ( Charged  for  e! 

Practically  the  same  instructions  apply  for  furring  side  walls.  In  cases  where  wainscot  is  used,  t MH^^nscot  is  applied  first  and  then  the  wall  plate, 
working  from  the  bottom  up  to  the  edge  of  the  cornice. 
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Plate  No.  2106 

S*^2  cents  a square  foot 
Sizes.  24  x 24,  24  x 48  and  24  x 90  inches 


No.  2105 

Sx/2  cents  a square  foot 
Sizes.  24  x 24.  24  x 48  and  24  x 90  inches 


No.  2103 

S cents  a square  foot 

Sizes,  24  x 24.  24  x 48  and  24  x 90  inches 


Panel  No.  4111 

cents  a square  foot 

Sizes.  24  x 24.  24  x 48  and  24  x 90  inches 


Panel  No.  4103 

8^  cents  a square  foot 
Sfces.  24  x 24.  24  x 4S  and  24  x 90  inches 


No.  4113 

8]/2  cents  a square  foot 
Sizes.  24  x 24.  24  x 48  and  24  x 96  inches 
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No.  3102 

8 ({>  cents  a square  foot 
sizes.  21  x 21.  24  x 48  and  24  x !M>  inches 


Plate  No.  6118 

8 cents  a square  foot 
Multiple  12  in<  lies 
c-s.  12  x 12.  12  x 24.  24  x 24. 
2 1 x Is  anil  24  x !M>  inches 


No.  6104 

8 cents  a square  foot 
Sizes,  24  x 24,  24  x 48  and  24  x 90  inches 
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Panel  No.  41 15 

8 H cents  a square  foot 
Multiple  12  inches 
Sizes.  12  x 12.  12  x 24.  24  x 24. 
24  x 48  and  24  x 90  inches 


Center  No.  6304 

00  cents  each 

Size,  24  x 24  inches 
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Panel  No.  4126 

S Yi  cents  a square  foot 
Multiple  0 inches 
Sizes,  12  x 12.  12  x 24.  24  x 24. 
24  x 48  and  24  x 90  inches 
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No.  2126 

S cents  a square  foot 
Multiple  6 inches 
Sizes.  12  x 12.  12  x 21.  24  x 24. 
24  x is  and  24  x 06  inches 


7 Viz  cents  a square  foot 
Multiple  6 inches 

Sizes.  24  x 24.  24  x 4S  and  24  x 96  inche> 


Side  Wall  No.  2272 

S cents  a square  foot 
Sizes,  24  x 24,  24  x 4S  and  24  x 96  inches 


No.  2116 

s cents  a square  foot 
Multiple  12  inches 
Sizes.  12  x 12.  12  x 24.  24  x 24. 
24  x In  and  24  x 96  inches 


No.  3126 

8 cents  a square  foot 
Multiple  0 inches 
Sizes.  12  x 12.  12  x 24.  24  x 24. 
24  x 48  and  24  x 96  inches 


Filler  No.  2240 

H cent*  a square  foot 
In.  • *.  12.  15.  is,  21  and  24  indu*; 

Length,  90  inches 


No.  6136 

1 > cents  a square  foot 
Size,  24  x 90  indies 


No.  6137 

71  j cents  a square  foot 
Size,  24  x 90  indies 


Outside  Corner  No.  2238 

8 1 2 cents  a square  foot 
Sizes,  12  x 12.  15  x 15,  18  x IS, 
21  x 21  and  24  x 24  inches 


Filler  and  Mold  Combined  No.  2239 

8*2  cents  a square  foot 
Width  of  Mold,  4 inches 

Widths,  12,  15,  18,  21  and  24  inches.  Length,  0(1  inches 


Inside  Corner  No.  2237 

8H  cents  a square  foot 
Sizes,  12  x 12,  15  x 15,  18  x 18, 
21  x 21  and  24  x 24  inches 


Filler  No.  2242 

8 cents  a square  foot 
Size,  24  x inches 


Wainscot  No.  2296 

9 cents  a square  foot 

Size.  24  x 48  inches,  with  12-inch  block  on  top  and  bottom 
Size.  24  x 36  inches,  with  12-inch  block  on  one  end 
Size.  24  x 24  inches,  without  12-inch  block 


Wainscot  No.  2290 

9 cents  a square  foot 
Size.  24  x 3(3  inches,  with  12-inch  block 
Size,  24  x 24  inches,  without  12-inch  block 


Inside  Corner  No.  4172 

10  cents  a square  foot.  Size.  24  x 24  inches 


Border  No.  4162 

10  cents  a square  foot.  Multiple  24  inches 
Width.  24  inches;  Length.  48  inches 


Spacing  Course  No.  3150.  9 cents  a square  foot.  Width,  12  inches;  Lengths,  24  and  48  inches 


Mold  No.  4210.  8 cents  a lineal  foot.  Width,  0 inches;  Length,  4S  inches 

— ■ ■*  — ■ ■■  . . — A 


Mold  No.  4220.  6 cents  a lineal  foot.  Width,  4 inches;  Length,  48  inches 


Chair  Rail  No.  2228.  8 cents  a lineal  foot.  Width,  6 inches;  Length,  48  inches 


■ — I 

Chair  Rail  No.  6228.  8 cents  a lineal  foot.  Width,  4^  inches;  Length,  48  inches 


Rope  Mold  No.  6223.  4 cents  a lineal  foot.  Width,  1*2  inches;  Length,  48  inches 


Noseing  No.  6225.  5 cents  a lineal  foot.  3-inch  girth 


Ell  No.  3151  Tee  No.  3152  Cross  No.  3153 

9 cents  each,  12  x 12  inches  9 cents  each,  12  x 12  inches  9 cents  each.  12  x 12  inches 


Ell  No.  4211 


Tee  No.  4212  Cross  No.  4213 


8 cents  each 
G x G inches 


8 cents  each 
G x G inches 


8 cents  each 
G x G inches 


Ell  No.  4221 

6 cents  each 
4x4  inches 


Tee  No.  4222 

6 cents  each 
4x4  inches 


Cross  No.  4223 

6 cents  each 
4x4  inches 


No.  2229  No.  2227 

S cents  each  Ends  for  Chair  Rail  8 cents  each 


No.  6229 

8 cents  each 


Ends  for  Chair  Rail 


No.  6227 

8 cents  each 


Cornice  No.  42(>‘) 


in 


Stamped  Miters  Furnished  for  All  of  the  Above  Cornices 


Cornice  No.  3265 
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No.  2504 

Substitution  of  Cornice  may  be  made  to  suit  conditions 


wised  of  Cornice  No.  2209 

Projci  lion,  15  iiu  lies;  depth,  10  im  he! 

Filler  No.  221.1 

Field  No.  2105 


Price  based  on  room  12  x 15  feet,  511.75  a square 

Price  based  on  room  11  x 20  feet.  511.25  a square 

Price  based  on  room  20  x 20  feet,  510.50  a square 

Price  based  on  room  20  x 02  feet.  59.75  a square 
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Substitution  of  Cornice  may  be  made  to  suit  conditions 


Composed  of  Cornice  No.  2209 

Projection,  15  inches;  depth.  10  inches 
Filler  No.  2243 
Field  No.  2103 


Price  based  on  room  12  x 15  feet.  511.50  a square 

Price  based  on  room  14  x 20  feet,  511.00  a square 

Price  based  on  room  20  x 20  feet,  510.25  a square 

Price  based  on  room  20  x 02  feet.  59.50  a square 
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No.  2515 


n posed  of  Cornice  No.  0258 

Projection.  0 inches;  depth.  0 inches 
Filler  and  Mold  combined.  No.  2239 
Field  No.  2100 


Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet,  510.75  a square 

Price  based  on  room  14  x 20  feet.  510.25  a square 

Price  based  on  room  20  x 20  feet,  59.75  a square 

Price  based  on  room  20  x 62  feet,  59.25  a square 
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No.  2520 


Substitution  of  Cornice  may  be  made  to  suit  conditions 

Price  based  on  room  12  x 15  feet,  $10.75  a square 

Price  based  on  room  14  x 20  feet,  $10.25  a square 

Price  based  on  room  20  x 26  feet,  $9.75  a square 

Price  based  on  room  20  x 62  feet,  $9.25  a square 


Composed  of  Cornice  No.  2267 

Projection,  9 inches;  depth,  9'/Z  inches 
Filler  No.  2240 
Field  No.  2115 
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iohccI  of  Comice  No.  2207 
Projection.  0 indict;  depth,  9 1 ■'»  inchc: 
Filler  No.  2210 
Field  No.  2110 


Substitution  of  Cornice  may  be  made  to  suit  conditions 

Price  based  on  room  12  x 15  feet,  $10.75  a square 

Price  based  on  room  14  x 20  feet,  $10.25  a square 

Price  based  on  room  20  x 20  feet.  $9.75  a square 

Price  based  on  room  20  x 02  feet.  59.25  a square 


Composed  of  Cornice  Xo.  625$ 

Projection,  6 inches;  depth.  6 inches 
Filler  and  Field  Xo.  2242 
Border  Xo.  2240  and  2247 
Corner  Xo.  224S 
Center  Xo.  2303 


No.  2534 

Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet.  510.75  a square 

Price  based  on  room  14  x 20  feet,  510.25  a square 

Price  based  on  room  20  x 20  feet.  59.75  a square 

Price  based  on  room  20  x 62  feet,  59.25  a square 
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No.  3503 


Substitution  of  Cornice  may  be  made  to  suit  conditions 


i posed  of  Cornice  No.  3268 
Projection.  12  inches;  depth.  13 1 -j  inches 
Filler  No.  3241 
Field  No.  3102 


Price  based  on  room  12  x 15  feet.  $11.50  a square 

Price  based  on  room  14  x 20  feet,  $11.00  a square 

Price  based  on  room  20  x 26  feet.  $10.25  a square 

Price  based  on  room  20  x 62  feet,  $9.50  a square 
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Composed  of  Cornice  No.  3268 

Projection,  12  inches;  depth.  13%  inches 

Filler  No.  3241 

Spacer  No.  3150,  1,  2.  3 

Field  No.  3102 


Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet,  511.50  a square 

Price  based  on  room  14  x 20  feet,  511.00  a square 

Price  based  on  room  20  x 26  feet.  510.50  a square 

Price  based  on  room  20  x 62  feet,  $9.75  a square 
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No.  3531 

Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet,  $10.75  a square 

Price  based  on  room  14  x 20  feet.  $10.25  a square 

Price  based  on  room  20  x 26  feet,  $9.50  a square 

Price  based  on  room  20  x 62  feet.  $8.75  a square 
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No.  4506 


Composed  of  Cornice  Xo.  4209 

Projection,  15  inches;  depth,  10  inches 
Filler  No.  4240 
Corner  Xo.  4172 


Substitution  of  Cornice  may  be  made  to  suit  conditions 

Border  No.  4102 
Field  No.  4111 


Price  based  on  room  12  x 15  feet,  SI 2.00  a square 

Price  based  on  room  14  x 20  feet.  SI  1.50  a square 

Price  based  on  room  20  x 2G  feet.  SI 0.75  a square 

Price  based  on  room  20  x 02  feet.  S 10.00  a square 
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No.  4505 


Substitution  of  C ornice  may  be  made  to  suit  conditions 


CornpoM'd  of  C ornice  No.  0258 

Projection.  0 indie* ; depth.  0 inches 
Corner  and  Filler  No.  2237.  2239 
Field  No.  4103 


Price  based  on  room  12  x 15  feet.  $10.75  a square 

Price  based  on  room  14  x 20  feet.  $10.25  a square 

Price  based  on  room  20  x 26  feet,  $0.75  a square 

Price  based  on  room  20  x 62  feet.  $0.25  a square 
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No.  4540 


Composed  of  Cornice  No.  6258 

Projection.  6 inches;  depth,  6 inches 
Corner  and  Filler  No.  2237,  2239 
Field  No.  4111 


Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet,  510.75  a square 

Price  based  on  room  14  x 20  feet,  510.25  a square 

Price  based  on  room  20  x 2G  feet,  50.75  a square 

Price  based  on  room  20  x 62  feet.  50.25  a square 
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No.  4541 


'omposed  of  Cornice  No.  0258 

Projection.  0 inches;  depth,  0 inches 
< orner  and  Filler  No.  2237,  2239 
Field  No.  4113 


Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  fe.it,  $10.75  a square 

Price  based  on  room  14  x 20  feet,  $10.25  a square 

Price  based  on  room  20  x 26  feet,  $9.75  a square 

Price  based  on  room  20  x 62  feet,  $9.25  a square 
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Composed  of  Cornice  No.  426S 

Projection.  12  inches;  depth,  13 V>  inches 
Filler  No.  4241 
Field  No.  4110 


Substitution  of  Cornice  may  be  made  to  suit  conditions  __ 

Price  based  on  room  12  x 1 o teet,  >1  l./oa  square 

Price  based  on  room  14  x 20  feet.  51 1.25  a square* 

Price  based  on  room  20  x 2G  feet.  510.75  a square 

Price  based  on  room  20  x 02  feet.  510.00  a square 


Composed  of  C'ornicc  N'o.  22117 

Projection,  0 inches;  depth,  0 inclies 
Filler  No.  2240 
Molding  No.  4200 
Center  No.  030-1 


No.  4512 

Substitution  of  Cornice  may  be  made  to  suit  conditions 

Border  No.  4126 
Field  No.  4103 


Price  based  on  room  12  x 15  feet,  $12.00  a square 

Price  based  on  room  14  x 20  feet.  $11.50  a square 

Price  based  on  room  20  x 26  feet,  $10.75  a square 

Price  based  on  room  20  x 62  feet,  $10.00  a square 
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Composed  of  Cornice  No.  6258 

Projection,  6 inches;  depth,  6 inches 
Corner  and  Filler  No.  2237,  2239 
Field  No.  4126 


No.  4531 

Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet,  SI  1.00  a square 

Price  based  on  room  14  x 20  feet,  S10.50  a square 

Price  based  on  room  20  x 26  feet,  59.75  a square 

Price  based  on  room  20  x 62  feet.  59.00  a square 
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K*cd  of  Cornice  No.  02. VS 
Projection.  0 incite* ; depth.  G incite- 
Corner  and  Filler  No.  2237.  2230 
Field  No  1116 


Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet.  510.75  a square 

Price  based  on  room  14  x 20  feet.  510.25  a square 

Price  based  on  room  20  x 2G  feet,  59.75  a square 

Price  based  on  room  20  x 62  feet,  59.25  a square 
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Composed  of  Cornice  Xo.  0259 

Projection.  41^  inches;  depth.  5 inches 
Filler  Xo.  0245 
Field  Xo.  0104 


No.  6503 

Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet.  SI  1.00  ; 

Price  based  on  room  14  x 20  feet.  Si 0.50  ; 

Price  based  on  room  20  x 20  feet.  $9.7  o ■ 

Price  based  on  room  20  x 02  feet.  S9.00  ; 
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No.  6525 

Substitution  of  Cornice  may  be  made  to  suit  conditions 


in  posed  of  Cornier  No.  025s 

Projection,  0 inches;  depth.  0 inclu 
< ornrr  and  b iller  No.  2237,  22311 
Field  No.  til  is 


Price  based  on  room  12  x 15  feet,  $ 10.50  a square 

Price  based  on  room  14  x 20  feet,  SI 0.00  a square 

Price  based  on  room  20  x 20  feet,  SO. 50  a square 

Price  based  on  room  20  x 02  feet,  SO. 00  a square 
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No.  6520 


Composed  of  Cornice  Xo.  G25S 

Projection.  6 inches;  depth.  6 inches 
Corner  and  Filler  Xo.  2237.  2239 
Field  Xo.  6130 


Substitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room 
Price  based  on  room 
Price  based  on  room 
Price  based  on  room 


12  x lo  feet.  $10.00_a 
14  x 20  feet.  $9.50  a 
20x  26  feet.  $9.25  a 
20  x 62  feet.  $s.75  a 
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No.  6531 

iihstitution  of  Cornice  may  be  made  to  suit  conditions 


Price  based  on  room  12  x 15  feet,  $9.75  a square 

Price  based  on  room  14  x 20  feet,  $9.25  a square 

Price  based  on  room  20  x 20  feet.  $8.75  a square 

Price  based  on  room  20  x 02  feet,  $8.25  a square 


No.  2550 

Composed  of  Side  Wall  Xo.  22SS,  Chair  Rail  Xo.  2228,  Wainscot  No.  2200. 
Cornice  XTo.  2268,  Part  of  Ceiling 
Substitution  of  Cornice  may  be  made  to  su.t  conditions 


No.  2551 

Composed  of  Side  Wall  Xo.  2271,  Chair  Rail  Xo.  222s.  Wuinscot'Xo.  2201 
Cornice  Xo.  2268.  Part  of  Ceiling 
Substitution  of  Cornice  may  be  made  to  suit  condition> 


No.  6552 

I of  K ci  N 2242  u cd  aa  Sid<  V\  all  Mold  No  1220  used 
. i -i  ( hair  Rail.  Plate  No.  (3130  used  as  Wainscot  and  6 x (i-inch 
( < .i  ni<  • No  ' 1258 
Prices  on  Application 
We  do  not  furnish  metal  baseboard 


No.  6553 

Composed  of  Plate  Xo.  6130  used  as  Side  Wall,  Mold  No.  4220  used 
as  Chair  Rail,  Wainscot  No.  2290,  and  6 x 6-inch  Cornice  No.  6258 
Prices  on  Application 
We  do  not  furnish  metal  baseboard 
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No.  2554 

Composed  of  Frieze  No.  2279,  Side  Wall  Xo.  2272,  Chair  Rail  Xo 
4228,  Wainscot  Xo.  2296,  Cornice  Xo.  6258,  Part  of  Ceiling 
Substitution  of  Cornice  may  be  made  to  suit  conditions 


Stairway  Design  No.  2559 

Composed  of  Side  Wall  No.  2272,  Chair  Rail  Xo.  4228, 


Wainscot  Xo.  2296 
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Tile*  No.  (>  1 40  Tile  No.  6139 

s cents  per  square  foot  8 cents  per  square  foot 

Size.  24  x 18  inches  Sizes,  24  x IS  inches  and  24  x 96  inches 


Tile  No.  6138 

8 cents  per  square  foot 
Sizes.  24  x 48  inches  and  24  x 96  inches 
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Chair  Rail  No.  6230 

8 cents  per  lineal  foot 
Width,  3)4  inches;  length,  4S  inches 


Inside  Corner  Bead  No.  6224 

S cents  per  lineal  foot 
1}4  x \x/i  inches  by  4S  inches  long 


Outside  Corner  Bead  No.  6226 

S cents  per  lineal  foot 
!)•>  x \]A  inches  by  48  inches  long 


Metal  Tile  for  the  Bath  Room 

Ceiling  No.  4530,  Side  Wall  No.  G139,  Chair  Rail  No.  0230, 
Wainscot  No.  G13S,  Corner  Bead  No.  G224 
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Steel  Ceilings  as  a Fire  Preventive 

Since  Steel  Ceilings  were  first  introduced  into  the  field  of 
building  products,  the  fact  that  they  are  fire-proof  has  never 
been  questioned,  but  the  full  extent  of  their  fire  resisting  qualities 
was  never  positively  known  until  but  recently. 

On  November  11,  1914,  an  exhaustive  test  was  conducted 
by  Prof.  Jas.  S.  McGregor,  M.  S.,  at  the  Columbia  University 
Fire  Testing  Station  at  Green  Point,  Brooklyn,  with  a view  to 
determining  the  relative  values  of  Steel  Ceiling  and  Plaster  as 
fire  resisting  wall  coverings.  The  specially  built  reinforced 
concrete  building  used  for  conducting  the  tests  contained  six 
different  panels,  two  plaster  and  four  Metal  Ceilings,  specified 
in  the  following  manner:  — Plaster  on  wood  lath;  plaster  on 
metal  lath;  Metal  Ceiling  on  wood  furring;  Metal  Ceiling 
on  metal  covered  furring;  Metal  Ceiling  on  J^-inch  wood 
sheathing;  Metal  Ceiling  on  wood  furring  and  plaster  boards 
nailed  to  wood  beams. 


At  the  end  of  the  test  which  lasted  exactly  one  hour  and 
ten  minutes,  and  during  which  a temperature  of  1,700  degrees 
was  reached,  the  following  decisions  were  rendered  by  the  in- 
spectors in  the  order  of  their  superiority: 

No.  1 Metal  Ceiling  on  plaster  boards  and  wood  furring. 
No.  2 Metal  Ceiling  on  inch  sheathing. 

No.  3 Plaster  on  metal  lath. 

No.  4 Metal  Ceiling  on  metal  covered  wood  furring. 

No.  5 Metal  Ceiling  on  wood  furring 
No.  6 Plaster  on  wood  lath 

The  Plaster  Ceiling  on  Wood  Lath  fell  twelve 

MINUTES  AFTER  THE  START  OF  THE  FIRE. 

This  decision  has  served  to  establish  beyond  a doubt  the 
supremacy  of  Metal  Ceilings  as  a fire  retardant  wall  covering. 
A more  complete  report  of  the  test  will  be  forwarded  upon 
request. 
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